“CENTER OF ATTRACTION” 


Sponsored By The 
Eastern Indiana Shorthorn Breeders’ Ass’n 


Show and Auction Sale 


Keyistered Srotch Shorthorn Cattle 


Saturday, September 27, 19635 


CENTERVILLE, INDIANA (FAIRGROUNDS) 


SHOW 9:30 A. M. SALE 12:30 P.M. 


JUNIOR JUDGING CONTEST 


Saturday, September 21, 1963 


Centerville, Indiana (Fairgrounds) 


Two Trophy Awards 


ONE FOR WINNING TEAM 
ONE FOR TOP INDIVIDUAL 


Please register immediately on arrival. 


AGAIN THIS YEAR... 


The following Shorthorn Breeders are offering FREE 
semen from their Herd Bulls to any club member who pur- 
chases a 1963 Heifer (or more) in this sale: 


® TRUE BUCKMASTER, Portland, Indiana 
Trinity Shorthorns 


LOUADA COMMANDER 
by Calrossie Armada 


LOUADA RANDOLPH 
by Louada Regalia 


® CREEK FAMILY, Liberty, Indiana 
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x KEYSTONE RODNEY 2D 


by Craigeassie Pennsylvania 


® B. HOLLIS HANSON, Connersville, Indiana 


S Hanson Heights Shorthorns 
LOUADA LANDLORD 


by Bapton Constructor 


GENERAL INFORMATION 


LOCATION — The Show and Sale will be held at Centerville, Indiana 
(Fairgrounds) 4 miles East of Richmond on U.S. 40. 


TIME — The Show will start promptly at 9:30 A.M.; the Sale at 12:30 P.M. 
on Saturday, September 21, 1963. 


HEADQUARTERS — The Richmond - Leland Hotel, Richmond, Ind. There 
are several very fine motels around Centerville. The Richmond Motel just 
East of Centerville. Make room reservations early. 


MAIL BIDS — Those not being able to attend and wish to purchase cattle 
may contact the following: 


C. D. (Pete) Swaffar, Executive Secretary, The American Short- 
horn Ass’n, Exchange Building, Union Stock Yards, Omaha, Neb.; 


Don Longley, The Shorthorn World, 16 S. Locust St., Aurora, Ill; 
or H. W. Walker, Sale Manager, 3906 E. 71st St., Indianapolis, Ind. 


AUCTIONEERS — Donald L. Smock, Whiteland, Indiana, and Hoyt Van- 
derbeck, Connersville, Indiana. 


GUARANTEE — All cattle in this sale will be sold under the standard 
guarantee endorsed by the American Shorthorn Association, Certificate of 
Registry and Transfer will be furnished with each lot sold. 


TERMS — The terms of the sale are cash. 


HEALTH — A Health Certificate approved by the State Veterinarian will 
be furnished with each lot sold. 


LUNCH — Will be served on the grounds. 


INSPECTION — The cattle will be on the fairgrounds by noon Friday, 
September 20th. You are cordially invited to inspect the cattle. 
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A $50.00 credit and a $25.00 credit will be awarded to 
the lucky purchasers whose numbers are drawn at the 
close of the sale. Each purchase will entitle the pur- 
chaser to a number to be entered for the drawing. 
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ON THE COVER...Joan Creek, 1962-63 Shorthorn Lassie 
Queen, daughter of Mr. and Mrs. Allen C. Creek, Liberty, 
Indiana, will draw the lucky number. 
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THE CONSIGNORS 


Females Bulls 


| CREEK FAMILY, Liberty 13, 33, 438, 45 sheeted 
| WILLIAM M. FENLEY, Greensburg 23, 26; 27 | 
| B. HOLLIS HANSON, Connersville Sel 219 2a slk 41, 42 1 
| LOTIS J. LINVILLE & SONS, Shelbyville 9, 10, 22, 24, 29, 30 

A. W. LUMPKIN & SONS, Losantville 11, 16, 20, 25, 47 5 
LYONS BROTHERS, Mooreland 32, 36, 46 

ALBERT MARTIN & SON, Greenfield UN alk) 

E. L. MARTIN & SON, Greenfield 34, 40, 44 if 

A. J. MEYER & SONS, Rushville 15, 28, 35, 38, 39 

JACK SIGLER & SONS, Frankton 37 4 
WILSONA FARMS, Greenfield 14 2 
a a ee ee ee er. 


A $50.00 credit and a $25.00 credit will be awarded to 
the lucky purchasers whose numbers are drawn at the 
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close of the sale. Each purchase will entitle the pur- 
chaser to a number to be entered for the drawing. 
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SHOW CLASSIFICATION 
Judge: Burke Allison, Washington, Indiana 


BULLS 
CLASS I— Bulls calved prior to July 1, 1962: 
Ot ee 3 4. 
CLASS II— Bulls calved since July 1, 1962. 
Eotsaps-0. . / 


CHAMPION BULL 
RESERVE CHAMPION BULL 


FEMALES 
CLASS III— Females calved prior to January 1, 1960. 
OCs On 9, LOS 11 F126 13 
CLASS IV — Females calved during 1°60 and 1961. 
ots te, 167-17, 18: 19 


CLASS V— Females calved between January 1, 1962 and April 1, 1962. 
ote 0. 215°22-23 


CLASS VI et of 3 3! iy setae May and June, 1962. 
Lots (54, 35, 26, 29-38, 4, 0 


CLASS VII— Females calved between July, 1962 and January 1, 1963. 
Lots 31) 32, 33, 34,.35, 36, 37 
SPECIAL CLASSES OF JUNIOR HEIFER CALVES 
CLASS VIII — Heifers calved since January 1, 1963. 
Lots 38, 39, 40, 41, 42, 43, 44, 45, 46, 47 
CHAMPION FEMALE 
RESERVE CHAMPION FEMALE 


OFFICERS 
Bresident:mee 4... DONALD MARTIN, Greenfield, Ind. 
Vice President: _........ LOTIS LINVILLE, Shelbyville, Ind. 


Secretary-Treasurer: ... DONALD MEYER, Rushville, Ind. 


Sale Committee 
Allen Creek, Chairman, Liberty, Indiana 
Albert Martin, Greenfield, Indiana 
Donald Meyer, Rushville, Indiana 


oe 


Silverheels Souvenir 
A Half-Brother to Lot 1. 

A Champion at the Kentucky Futurity Show and Sale. 
Sire of Lots 19 and 21. 
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Lot 1 — Bul 600 


B. Hollis Hanson 
H H F SENATOR FORTRESS 3137-904 (Tattoo RE H914) 


White, calved May 5, 1962. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


Strowan Souvenir 2691611 


Sire Red, Carl H. Stander 

H H F Senator Souvenir 2834971 

Roan, B. Hollis Hanson Air Broadhooks A 2d 2637648 

| Red, B. Hollis Hanson 

Burnton Marmion 2645901 

Dam Red, Alex Anderson 

Oakdale Duchess U 2765025 

Dk. Roan, Kamm Bros. Oakdale Duchess D 2234670 
Roan, J. A. Kamm & Sons 


© H H F SENATOR FORTRESS 3137-904. Sired by an improver of Shorthorns — 
H H F Senator Souvenir, one of whose sons topped the 1963 Omaha sale at $1525.00. 
A daughter of Senator Souvenir produced the Champion Female at the 1962 Indiana 
State Sale. Senator Fortress will be a sire of quality calves with the correct amount 
of muscling and weight for age. 


Scotsdale Montrose 
Herd Bull at Wilsona Farms, Greenfield, Indiana. 
Sire of Lot 2. 
Service Sire of Lot 14. 


} 5) a 
Lot 2 — Bull ye Wilsona Farms 
WILSONA CONQUEST 3140-171 (Tattoo LE 203) 


Dark Roan, calved May 5, 1962. 
Bred and owned by Wilsona Farms, Greenfield, Indiana. 


“Calrossie Prefect 2785819 


Sire Red, J. G D. P. MacGillivray 
Scotsdale Montrose 2993680 
Red, S. G. Bennett Kair Victoria Regina 2865953 


Red, G. J. C. Anderson 
B G B Perfect Favor 2816654 


Dam Dk. Roan, i, WW, Gawiinn ( Sein 
Wilsona Lavender 2d 2898496 
Dk. Roan, Wilsona Farms Wilsona Lavender 2808254 

Red, Wilsona Farms 


& WILSONA CONQUEST 3140-171. A good dark roan son of Scotsdale Montrose, 
our Senior Herd Sire. His dam is Wilsona Lavender 2d, one of our best cows that 
produced the Champion Gold Medal Female at the 1959 Indiana State Fair. Conquest 
has developed into a rugged, deep bodied bull without any special attention. 


ta 


Semen from this bull being donated by the Allen Creek 
Family to 4-H Club members buying junior calves 
in this sale. 


Keystone Rodney 2nd 
by Craigeassie Pennsylvania. 
A Half-Brother to Lots 3, 6, 33, 43 and 45. 


Lot 3 — Bull 2 Creek Family 


BANKER CRAIG 3146-378 (Tattoo LE 169) 


Red, calved June 2, 1962. 
Bred by O. B. & Allen C. Creek, Liberty, Indiana ; 
calved property of Creek Family, Liberty, Indiana. 


‘ Craigeassie Welcome (388707) 


Sire Red, lan B. Walker 
Craigeassie Pennsylvania 2980890 
Dk. Roan, lan B. Walker Craigeassie Eliza 8th 2980889 
Roan, lan B. Walker 
Femco Prince Royal 3d 2603139 
Dam [ Dk. Roan, George Cox 
Femco Clipper 2d 2776231 
Red, George Cox | Burnt Clipper 2537012 
Red, Alex Anderson 


© BANKER CRAIG 3146-378. A rugged, soggy, heavy boned son of the Eastern 
National Champion. Not highly fitted. Good enough for the discriminating breeder. 
Femco Clipper was a popular heifer as were other Prince Royal calves in the Femco 
sale. 


aed pass, 


Leveldale Capitol 
Paternal Grandsire to Lot 4. 


Lot 4 — Bull 2 OO Jack Sigler & Sons 


AMBITION’S LEADER 3140-890 (Tattoo RE 96) 


Red, calved June 16, 1962. 
Bred by Lester Sigler & Son, Elwood, Indiana; 
2d owner, December 1, 1962, Jack Sigler & Sons, Frankton, Indiana. 


Leveldaye Capitol 2844765 


Sire Red, Mathers Bros, 

Elmcrest Ambition 2966336 

Red, Arthur H. Weiland Lancaster Lucky Lady 2775764 
RWM, Denis J]. Cadzow 
Edellyn Royal Leader 190th 2796710 

Dam Red, Thos. E. Wilson 

Britomac Orange Lady 6th 2932064 

Red, Carl D. McKenzie Britomac Orange Lady 4th 2900615 


White, Carl D. McKenzie 


& AMBITION’S LEADER 3140-890. This dark red son of Hlmcrest Ambition has 
a good head, is strong boned and deep quartered. 


Lot 5 — Bull °S ie A. W. Lumpkin & Sons 


LITTLE CREEK PACEMAKER 3158-580 (Tattoo LE L758) 


Red, calved July 10, 1962. 
Bred and owned by A. W. Lumpkin & Sons, Losantville, Indiana. 


Willow Lee Wonder 17th 2724937 


Sire Red, House & Benroth 
Concentration 3016249 
Red, Harvey Hoewischer & Son Wonder’s Hilda 2911320 
Red, Harvey Hoewischer & Son 
Sweepstake’s Souvenir 2906842 
Dam White, B. Hollis Hanson 
L C F Sweepstake Victoria 3058468 
Roan, A. W. Lumpkin & Sons Meyervale Victoria 5th 2921285 


Roan, John H. Meyer & Sons 


© LITTLE CREEK PACEMAK®R 3158-580. Here is a powerful dark red son of 
our Senior Herd Sire, Concentration, that has the type and breeding to make an out- 
standing sire. Note the sires and female families in this pedigree. His dam is by the 
Indiana Gold Medal Champion, Sweepstake Souvenir, and from the good Meyerdale 


Victoria family. 


Lot 6 — Bull ? boo’ “hull Les 


CRAIGS FORMULA 3146-376 (Tattoo 


Red, calved August 22, 1962. 


Bred by O. B. & Allen C. Creek, Liberty, Indiana; Agi 
calved property of Creek Family, Liberty, Indiana. 
Craigeassie Welcome (388707) 
Sire Red, lan B, Walker 
Craigeassie Pennsylvania 2980890 
Dk. Roan, lan B. Walker Craigeassie Eliza 8th 2980889 
Roan, lan B. Walker 
C S Perfection 2816384 
Dam Red, George W. Rossetter & Sons 
Roan Lady C S 17th 2908878 
Red, ©. B. & Allen GC. Creek Roan Lady C § 7th 2808101 


Red, O. B. & Allen C. Creek 


& CRAIGS FORMULA 3146-376. A growthy, sound bull with natural thickness 
and fleshing and the frame to hang a good carcass on. 


A CHAMPION FEMALE AT MAJOR SHOWS 


Ashbourne Actress 2d 
A Half-Sister to Ashbourne Paymaster. 


se 


Ashbourne Paymaster 
Herd Bull at E. L. Martin & Son, Phildon Farm, Greenfield, Indiana. 
Sire of Lots 7, 34, 40 and 44. 
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Lot 7 — Bull E. L. Martin & Son 
PHILDON REPEATER 3144-988 (Tattoo RE 717) 


Roan, calved September 30, 1962. 
Bred and owned by E. L. Martin & Son, Greenfield, Indiana. 


Burnton Bankbook (393827) 
Ashbourne Bank Balance 2934453 Dk. Roan, Alex Anderson 
Red, Lord Lovat 

Beaufort Joyful 2d 2918632 


Sire Red, Lord Lovat 
Ashbourne Paymaster 3009031 
Roan, W. L. Lyons Brown Calrossie Hyperbole (391674) 


Red, 3. & D. P. MacGillivray 
Glastullich Augusta Juliet 2979266 
Dk. Roan, Wm. J. MacGillivray Glastullich Augusta Karen (411979) 
Dk. Roan, Wm. J. MacGillivray 


Lawton Improver 2589582 
Brawith Improver 2724318 Red, P. H. Henderson 


Red, V, (5, [eels Ge Serr 
Village Blossom D 2436413 


Dam. Red, T. E. Beals & Son 
Phildon Rosewood Lass 19th 2948640 
Red, E. L. Martin & Son Hawthorn Sir Max 2520883 
Red, T..E. Beals & Son 
Phildon Rosewood Lass 2843174 
Red, E. L. Martin & Son Phildon Rosewood 5th 2548169 
Red, E. L. Martin & Son 


& PHILDON REPEATER 3144-988. A fine doing bull that has a lot of size for 
age. He has straight lines and is very correct on his feet and legs. 


SELLING... 
7 Bulls 
12 Cows Bred or with Calves 
18 1962 Heifers 


10 Junior Heifer Calves 
Eligible for *64 Club Projects 


Lot 8 — Female Ht HO B. Hollis Hanson 


FENLIN AUGUSTA 9TH 2851-814 (Tattoo LE 22F5) 


Red, calved March 31, 1955. 
Bred and owned by William M,. Fenley, Greensburg, Indiana. 


Beaufort Bolido (361044) 
Burnton Benefactor (378405) Dk. Roan, Lord Lovat 
Red, A. Anderson 

Violet Rose (217543) 


Sire Dk. Roan, James Durno 
Leveldale Audacious 2716154 
Red, Mathers Bros. Beaufort Bolido (361044) 
Dk. Roan, Lord Lovat 
Burnton Augusta 2716130 
Red, Alex Anderson Augusta Delphine (230970) 
ees Albert Jas. Marshall 
Edellyn Royal Leader 2057560 
Edellyn Royal Leader 97th 2508941 Red, W. McNair Snadden 
Roan, Thos E. Wilson 
Supreme Annabella 2d 2229085 
Dam Roan, Otto G. Johnson 
Aldie’s Augusta 4th 2648183 
Red, William M. Fenley Broadfields Air Comet 2289225 
Dk. Roan, Broadfields Farms 


Aldie’s Augusta 3d 2496409 
Red, William M. Fenley Winifred M M 2146367 
Red, F. B. G W. W. Strickler 
& FENLIN AUGUSTA 9th 2851-814. Sired by an imported in dam grandson of 
Beaufort Bolido. Also a granddaughter of Edellyn Royal Leader on the dam’s side. 


Augusta 9th has a TOP prospect for junior herd bull service at side calved June 13th 
and sired by Louada Landlord. This pair will please the most critical! 


Si 


Club members purchasing junior heifer calves in this sale 


get free semen offered by 
B. HOLLIS HANSON 


Louada Landlord 
by Bapton Constructor. 
Herd Bull for B. Hollis Hanson, Connersville, Indiana. 
Get and Service selling. Lots 12 and 19 carry his service. — 


Lot y — Female /7/, | is J, Linville & Sons 
WHITE Joe wf fol cpap Yon 


White, calved July 3, 1955. 
Bred by Lotis J. Linville, Shelbyville, Indiana ; 
2d owner, December 28, 1955, Lotis J. Linville & Sons, Shelbyville, Indiana. 


Calrossie High Finance (315167) 


Barquhar Commander 2532130 Red, John MacGillivray 
Roan, J. Maurice G. Brown 
Kinellar Ury Maid 17th (257604) 
Sire Roan, Sylvester Campbell 
Meyervale Elect 2687003 
White, John H. Meyer & Sons Templar’s Elect 2226620 
White, Stanley Douglas 
Roan Lady 12th 2329849 
Roan, T. Dorsey Jones Raveni Roan Lady 11th 1817256 
Roan, T. Dorsey Jones 
Aldsworth Bishop 2208446 
Indian Valley Bishop 13th 2406473 Roan, William Garne 
Red, Indian Valley Farms 
) Millhills Broadhooks 11th 2324696 
Dam | Dk. Roan, Duncan M. Stewart 
Hobbs Roan Lady 2d 2635546 
Roan, Hilton Hobbs & Sons ( Guardsman’‘s Clipper 2207322 
Red, Wm. A. Allison’s Sons 
Hobbs Roan Lady 2445966 J 
RWM, Hilton Hobbs Hare’s Roan Lady 3d 2259056 
ee As Stare 


& WHITE LADY 2869-541. This cow is out of a son of Barquhar Commander. 
She sells with a good roan March 12th steer calf by Sylvan Souvenir and has been 
re-bred to this good son of Strowan Souvenir. Calfhood vaccinated. 
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Lot 10 — Female Lotis J. Linville & Sons 
LADY SUPREME 4TH 2877-458 (Tattoo LE MS25) 


Roan, calved August 26, 1955. _ 
Bred and owned by Milo M. Shaw, Uniopolis, Ohio. 


Naemoor Immaculate (315706) 


Drynie Wonder 2549781 White, Robert Moubray 
Roan, R. MacLean 
Larbert Waterloo 13th (239751) 
Sire Red, Peter Forbes Jones 
Willow Lee Wonder 15th 2688534 
Red, O. W. House Collynie Remembrance 2283945 


Red, Duthie Webster 
Broadhooks Maiden 10th 2297256 
Red, W. A. Dryden & Son Broadhooks Maiden 6th 1909537 
Roan, W. A. Dryden 


Edellyn Royal Leader 2057560 


Edellyn Royal Leader 68th 2448876 Red, W. McNair Snadden 
Dk. Roan, Thos, E. Wilson 
Elmhurst Rosewood 5th 2230446 
Dam Roan, F. S. Davidson 
White Lady 2586854 
White, Wesley & Paul Exelby Graduate’s Captain 2311528 
Roan, John J. Courtade 
Sultan’s Missie 3d 2489504 
Lt. Roan, Robert Exelby & Sons Sultan’s Missie 2131679 
Roan, Gartmann Bros. 


© LADY SUPREME 4TH 2877-458. A good rer, out of a son of Drynie Wonder 
selling with a nice roan March ist heifer calf by Sylvan Souvenir at side. She sells 
re-bred to him¢ A March me I L ese Ivereign GC want sells as Lot 22. 


« 
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Lot 11 — Female — L A. W. Lumpkin & Sons 
CLAY HILLS ESTELLE 9TH 2922-021 (Tattoo Chir 32 
20 


Red, calved January 7, 1957 
Bred and owned by Carrier, Stander, Bellville, Ohio. 


Calrossie Harmony (344256) ee ‘ 
Cruggleton Justinian (387109) | 0k Roan, J. G D. P. MacGillivray 7 ~ 
Dk. Roan, Albert Jas. Marshall 
Jealous Elsie (303802) 
Sire Red, Albert Jas. Marshall 
Ballathie Majestic 2867743 
Dk. Roan, Se Jo ile Trleinelic Glastullich Smasher (352942) 


Red, Wm. J. MacGillivray 
Balthie Madge Ramseen 2d (369442) 
Red, S. Jo L. Hardie Ballathie Madge Ramsden (332204) 


Red, 5: J Lk AHardie 


Bapton Upright (316211) 


Pittodrie Upright 2380873 Red, J. V. Rank 


(opr aio, 


Red, R. Laidlaw Smith 
Pittodrie Andrea (243048) 
Dam Red, R. Laidlaw Smith 
Clay Hills Estelle 2559720 
Red, Carl H. Stander O AC Ransom 21st =239523= 


Red, Ontario Agr’! College 


——— 


Oakwood Estelle 2d 2385370 
Red, Edmund J. Murphy Rigfoot Estelle =296583= 
Red, C. S. Carruthers 

& CLAY HILLS ESTELLE 9TH 2922-021. A good cow of right age, type and 

breeding to merit your consideration. This Estelle family was highly regarded at 


Clay Hills Farms. She sells with a nice roan May 5th heifer by Little Creek Souve- 
nir. Cow is calfhood vaccinated and will be re-bred by sale date. 
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Lot 12 — Female UV B. Hollis Hanson 
SECRET GOLDIE 2967-162 (Tattoo LE 082) 


Roan, calved January Spedoo. 
Bred and owned by C. R. Vandenbark & Son, Wilkinson, Indiana, 


Beaufort Barony 2784830 


Sire Red, Lord Lovat 

Barony’s Scotsman 48th 2883975 

Dk. Roan, B. Hollis Hanson Calrossie Princess Enid 2393590 
Dk. Roan, J. & D. P. MacGillivray 
Lo Mar Prince 2633964 

Dam Roan, Grace B. Miller 

Secret Sempstress 2866107 

Roan, C. R. Vandenbark & Son Secret Princess 2572046 


Red, C. R. Vandenbark & Son 


SECRET GOLDIE 2967-162. This young granddaughter of Beaufort Barony 
Sells bred to Louada Landlord on December 18, 1962. Her first calf by Louada Para- 
gon topped a Kentucky Futurity Sale at $1000.00. 


a — 
Lot 13 -— Female Y Vin D 


CLIPPER M 3033-286 (Tattoo LE 104) 


Red, calved August 20, 1959. 
Bred by O. B. & Allen C. Creek, Liberty, Indiana; 
2d owner, December 20, 1959, Creek Family, Liberty, Indiana. 


Duncrahill Recommendation 2652224 
Sire Red, Denis J. Cadzow 
C S Perfection 2816384 
Red, George W. Rossetter & Sons Edellyn Jilt 10th 2499139 

Red, Thos. E. Wilson 


Creek Family 


Beathton Gem 2548742 


Dam Dk. Roan, Beath Farms 

Clipper C S 3d 2939502 

RGW, O. B. G Allen C. Creek Beathton Clipper 2d 2430750 
Dk. Roan, Beath Farms 


& CLIPPER M 3033-296. This young cow was the dam of the reserve champion 
steer at our county show. Sells with a red heifer calf at side. Calfhood vaccinated. 
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Lot 14 — Female Wilsona Farms 


WILSONA UNDINE 5TH 3051-149 (Tattoo LE 164) 


White, calved February 22, 1960. 
Bred and owned by Wilsona Farms, Greenfield, Indiana. 


Curtiss Candy C Favor 2680182 


Sire Lt. Roan, Curtiss Candy Co. 
B & B Perfect Favor 2816654 
Dk. Roan, T. W. Gavin & Son B G B Augusta 8th 2720937 


Roan, T. W. Gavin & Son 


Kickapoo Monarch 2574848 


Dam Red, Stanley G. Harris 
Wilsona Undine 2d 2867996 
Dk. Roan, Wilsona Farms Greenwood Undine 2700370 


Roan, David S. Graham 


& WILSONA UNDINE 5TH 3051-149. This good young cow is sired by B & B 
Perfect Favor, Illinois State Sale Champion and the Reserve Grand Champion Bull at 
the 1955 Indiana State Fair. She is from the Undine family that has produced very 
well for us. Sells with a good roan June 15th bull calf by Scotsdale Montrose, a son 
of the noted Perth Champion, Calrossie Prefect. Calfhood vaccinated. 
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Lot is — Female * A. J./ 


K ORANGE BLOSSOM A 6TH 3055-080 (Tattoo RE K526) 


Red, calved March 11, 1960. 
Bred by Stanley G. Harris, Kenosha, Wisconsin. 


Calrossie Cupbearer (352903) 
Calrossie Highland Pride (375429) Red, J. & D. P. MacGillivray 
Red, J. & D. P. MacGillivray 


Neyer & Sons 


Calrossie Pauline Pearl (303428) 


Siva Dk. Roan, J. & D. P. MacGillivray 
Calrossie Highland Chieftain 2758680 
Red,, J. & D. P. MacGillivray ( Glastullich Fortress (321245) 

Dk. Roan, Wm. J. MacGillivray 


Calrossie Brodhoks. Rachel (303408) 
Dk. Roan, J.& D. P. MacGillivray | Calrossie Nan Broadhooks (230670) 


Red, John MacGillivray 
Calrossie White Emblem (386910) 
Crieffvechter Laban 2796919 White, J. & D. P. MacGillivray 
White, W. D. Dron 
Crieffvechter Princess Royal (366980) 
Dam Dk. Roan, W. D. Dron 
K Orange Blossom A 4th 2877653 
Dk. Roan, Stanley G. Harris Cruggleton Proud Prince 2194063 


Red, Albert Jas. Marshall 
Orange Blossom A 21st 2471276 
Red, Arnold Bros. Orange Blossom A 2d 2176338 
Red, Arnold Bros. 


© K ORANGE BLOSSOM A 6TH 3055-@80. A daughter of Calrossie Highland 
‘Chieftain which has done such an outstanding job in the Kickapoo Herd. Notice the 
breeding in this pedigree — of the best. Selling mated to a son of Kair Ranger. Calf- 
hood vaccinated. 
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Lot 16 — Female A. W. Lumpkin & Sons 
BENBROOK ACTRESS 2D 3959-049 (Tattoo LE G36) 


White, calved April 7, 1960. 
Bred by Dwight Grimsley, Mt. Sterling, Ohio 


Beaufort Bulldozer 273917] 


Sire Red, Lord Lovat 
Almahurst Repeator 2931118 
Dk. Roan, Henry H. Knight Candy Royal 2689904 
Roan, Henry H. Knight 
Research’s Snowstorm 2869796 
Dam White, Albert Martin & Son 
Benbrook Actress 2975836 
Roan, Dwight Grimsley Greenwood Actress 2822634 


Red, David S. Graham 


& BENBROOK ACTRESS 2p 3059-049. This well bred young cow sells with a 
fine June 6th bull calf by Little Creek Souvenir, a son of H H F Sweepstakes Souv- 
enir, and a grandson of Edwin Douglas — the right age and the right kind to make 
a good club calf. She was bred July 17th to Concentration, our outstanding breeding 
son of Willow Lee Wonder 17th. A good three-in-one combination ! 


Calrossie Highland Chieftain _ 
Sire of Lot 15. 


Lot 17 — Female Albert Martin & Son 


M F SULTANA 3060-299 (Tattoo LE 16) 


Red, calved April 11, 1960. 
Bred by B. J. Scherer & J. McGuire, Fowler, Indiana ; 
Calved property of Weisenberger Bros., Boswell, Indiana ; 
2nd owner, September 29, 1960, B. J. Scherer & J. McGuire, Fowler, Indiana ; 
3d owner, November 29, 1961, Albert Martin & Son, Greenfield, Indiana. 


Leveldale Custodian 2637917 


Sire Roan, Mathers Bros. 

Susanna’s Custodian 15th 2871757 

Red, S. J. O’Bryan Millgate Carnation 4th 2685571 
Red, Geo. W. Rossetter & Sons 
Clear Creek Rambler 2722480 

Dam Red, M. H. Woody 

Gambler’s Maid 2913103 

Red, B. J. Scherer & J. McGuire Bambi Sultana 4th 2753256 


Red, Robert L. Almy 


M F SULTANA 3060-299. This good red daughter of Susanna Custodian 15th 
will sell with calf at side. Calfhood vaccinated. 


Susanna’s Custodian 15th 
Sire of Lot 17. 


Lot 18 — Female Albert Martin & Son 
S & M VICTORIA 3059-762 (Tattoo RE 68) 


Roan, calved May 13, 1960. 
Bred by B. J. Scherer & J. McGuire, Fowler, Indiana, 


Leveldale Custodian 2637917 


Sire Roan, Mathers Bros. 
Susanna’s Custodian 100th 2992997 
Roan, S; J, Ol sayveta Kickapoo Lancaster 2627977 

| Roan, Stanley G. Harris 

(B & B Immaculate Favor 2316650 
Dam Red, T. W. Gavin & Son 
Immaculate’s Victoria 3d 2997681 
Red, W. C. Kessler & Sons Early Dawn Victoria 4th 2655978 


Red, W. C. Kessler & Sons 


oS & M VICTORIA 3059-762. This good roan daughter of Susanna Custodian 
100th sells with a May 5th bull calf at side. Bred July 38rd. Calfhood vaccinated. 
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Lot 19 — Female ps L() (/ B. Hollis Hanson 
GLOSTER’S MAID S 3113-652 (Tattoo RE H841) 


Roan, calved July 20, 1961. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


H H F Senator Souvenir 283497] 


Sire Roan, B. Hollis Hanson 
Silverheels Souvenir 2972838 
White, B. Hollis Hanson Secret Lady Dot 2874651 


RWM, B. Hollis Hanson 


Leveldale Audacious 2716154 


Dam Red, Mathers Bros. 
Gloster’s Maid 26th 2900156 
Red, William M. Fenley Gloster’s Maid 25th 2754218 


Roan, William M. Fenley 


 GLOSTER’S MAID § 3113-652. This daughter of Silverheels Souvenir, an In- 
diana State Fair Grand Champion, sells bred on February 3, 1963, to Louada Land- 
lord. Officially calfhood vaccinated. 


Lot 20 — Female A. W. Lumpkin & Sons 
GOLDENDROP BEAU OTH 3123-920 (Tattoo LE L711) 


Roan, calved January 15, 1962. 
Bred and owned by A. W. Lumpkin & Sons, Losantville, Indiana. 


( Edwin Royal Leader 2417007 


Sire Roan, S. A. Donahoe 

Edwin Royal Douglas 2708000 

Roan, McCone Bros. Camel Mina 2d 2145548 
Roan, McCone Bros. 


Ringwell Good Fortune 2626856 


Dam Red, Ringwell Farms 

Goldendrop Beauty 2d 2889639 

Red, A. W. Lumpkin & Sons Co'dendrop Beauty 2810903 
Red, Carroll E, Densmore 


& GOLDENDROP BEAUTY 5TH 3123-920. One of the last calves by Edwin 
Royal Douglas, a half-brother of the 1951 International Grand Champion, Hdwin 
Leader. Hdwin Royal Douglas’ daughters have consistently made good brood cows. 
This heifer and two full sisters have been top gainers in my herd. One of the sisters 
is in the Max Gates Herd at Williamsburg and has developed into a good cow. Bred 
July 4th to Glatwyn Notable x, Indiana, Ohio, Kentucky and Illinois State Fair Re- 
serve Senior Champion in 1961 for Clodfelters. 


Glatwyn Notable x 
Herd Bull for A. W. Lumpkin & Sons, Losantville, Indiana. 
100% Dehorner. 
Lot 20 carries his service. 
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Lot 21 — Female or B. Hollis Hanson 
ROAN LADY SYLVIA 3137-923 (Tattoo RE H852) 


Roan, calved February 19, 1962. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


H H F Senator Souvenir 283497] 


Sire Roan, B. Hollis Hanson 
Silverheels Souvenir 2972838 
White, B. Hollis Hanson Secret Lady Dot 2874651 

RWM, B. Hollis Hanson 

anaes Northern Light 2796099 

Dam Dk. Roan, Mathers Bros. 
Roan Lady Lil 2993609 
Red, B. Hollis Hanson H H F Roan Lady M 2874647 


Red, B. Hollis Hanson 


& ROAN LADY SYLVIA 3137-923. A very beefy daughter of the Indiana Grand 
Champion, Silverheels Souvenir. Secret Lady Dot and Leveldale Northern Light are 
both sired by Beaufort Barony. Sells with breeding privilege. 


Lot 22 — Female Lotis J. Linville & Sons 
SUPREME LADY COUNTESS 3133-937 (Tattoo LE L121) 


Roan, calved March 4, 1962. 
Bred and owned by Lotis J. Linville & Sons, Shelbyville, Indiana. 


Calrossie Crocus Count (386892) 


Sire Dk. Roan, J. & D. P. MacGillivray 
Kair Sovereign Count 2822632 
Roan, G. J. C. Anderson Kair Sovereign Queen 2803135 

Red, G. J. C. Anderson 

Willow Lee Wonder 15th 2688534 
Dam Red, O. W. House 
Lady Supreme 4th 2877458 
Roan, Milo M. Shaw White Lady 2586854 

White, Wesley G& Paul Exelby 


& SUPREME LADY COUNTESS 3133-937. This young heifer is by Kair Souve- 
reign Count which left us a nice bunch of calves. Selling bred to Design’s Wonder 
Boy, champion son , of W W Design. Calfhood vaccinated. 


retosee aeons 7 J 4 William M. Fenley 
FENLIN WATCH /SECRET 3133-042 (Tattoo LE 2F2) 


Red, calved March 24, 1962. 
Bred and owned by William M, Fenley, Greensburg, Indiana. 


Calrossie Armada 2764992 
Sire | Red, J. & D. P. MacGillivray 
Louada Watchman 2942787 
Red, Louada Manor Farms Naemoor Waterloo Blush 2764996 
Pe Robert Moubray 
Leveldale Audacious 2716154 
Dam | Red, Mathers Bros. 
Fenlin Secret 15th 2903560 
Red, William M. Fenley | pate Roan Secret 10th 2814505 
Roan, William M. Fenley 


& FENLIN WATCH SECRET 3133-042. She is going to make a big, roomy cow 
with style and breedyness. This heifer is carrying the service of our Imported Herd 
FUN Louada Annexe, a son of Bapton Good Year. Annexe is leaving us very good 
alves. 
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Lot 24 — Female (7 ~ Lotis J. Linville & Sons 
DESIGN’S VICTORIA 3133-940 (Tattoo LE L124) 


Red, calved April 10, 1962. 
Bred and owned by Lotis J. Linville & Sons, Shelbyville, Indiana. 


Willow Lee Wonder 17th 2724937 


Sire Red, House & Benroth 

W W Design 3033847 

Red, Harvey Hoewischer & Son Dunrel Rosebud 7th 2853384 
Red, Harvey Hoewischer & Son 
Bridegroom 43d 2847623 

Dam Red, Wm. A. Allison’s Sons 

Emily Victoria 3030276 

Roan, Lotis J. Linville &G Sons Grace Victoria 2869538 
Roan, Lotis J. Linville 


© DESIGN’S VICTORIA 3133-940. This red daughter of W W Design is selling 
bred to Sylvan Souvenir. W W Design has produced some top calves for us includ- 
ing champions at County Fairs last year. Calfhood vaccinated, 


ote eeanemale 3 Ve) be A. W. Lumpkin & Sons 
RED LADY CHARM 3123-925 (Tattoo LE 1725) 


Red, calved April 14, 1962. 
Bred and owned by A, W. Lumpkin & Sons, Losantville, Indiana. 


Ga Lee Wonder 17th 2724937 


Sire Red, House & Benroth 

Concentration 3016249 1 

Red, Harvey Hoewischer & Son Wonder’s Hilda 2911320 ; 
| Red, Harvey Hoewischer & Son 
( Ringwell Good Fortune 2626856 

Dem Red, Ringwell Farms 

Lumpkin’s Red Lady 2933082 

Red, A, W. Lumpkin & Sons Lumpkin’s Roan Lady 2618634 


Red, A. W. Lumpkin & Sons 


& RED LADY CHARM 3123-925. A good, useful kind of heifer sired by Concen- 
tration, our son of Willow Lee Wonder 17th who is leaving us many good daughters. 
This is a well bred heifer from the Garson’s Roan Lady family that has done so well 
for us. Bred to Glatwyn Notable x. Calfhood vaccinated. 


Lot 26 — Female William M. Fenley 
FENLIN RESOL CARNATION 3133-049 (Tattoo LE 9F2) 


Red, calved April 21, 1962. 
Bred and owned by William M. Fenley, Greensburg, Indiana. 


Louada Watchman 2942787 


Sire Red, Louada Manor Farms 
Fenlin Resolution 3010553 
Red, William M. Fenley Fenlin’s Supreme Secret 2599532 


Red, William M. Fenley 
Fenlin Basis 2847719 


Dam Red, Mathers Bros. 
Fenlin Bas Carnation 2981493 
Red, William M. Fenley Fenlin’s Carnation 2578612 


Dk. Roan, William M. Fenley 
& FENLIN RESOL CARNATION 3133-049. She is from a Canadian family of 
cows that have done very well for us. This heifer is bred to Leveldale Jurist, a son 
of Uppermill Linden. 
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Lot 27 — Female “~ William M. Fenley 
FENLIN PER SECRET 3133-052 (Tattoo LE 12F2) 


Red, calved April 24, 1962. 
Bred and owned by William M. Fenley, Greensburg, Indiana. 


Louada Watchman 2942787 


Sire Red, Louada Manor Farms 

Fenlin Perfect 3010554 

Dk. Roan, William M. Fenley Leveldale Lavender 5th 2743083 
Roan, Mathers Bros. 


Louada Fortune 2959438 


Dam Dk. Roan, Louada Manor Farms 
Fenlin Miss Secret 4th 3060973 
Red, William M. Fenley Leaders Red Secret 2847730 

Red, William M. Fenley 


© FENLIN PER SECRET 3133-052. This very promising brood cow prospect sells 
bred to our Junior Herd Sire, Leveldale Jurist. Jurist has ample bone and is made 
close to the ground. 


Lot 28 — Female v4 / 4 A. J. Meyer & Son 
RANGER €LARA 3123-837 (‘Tattoo LE M53) 


White, calved May 20, 1962. 
Bred and owned by A. J. Meyer & Sons, Rushville, Indiana. 


Kair Ranger 2911486 


Sire Red, G. J. C. Anderson 

Marellbar-Rosedene 3035221 

Dk. Roan, Wm. Batholomay, Jr. Cluny Lancaster Lily 2723038 
White, Mrs. B. H. Linzee Gordon 
Statesman Souvenir 2914458 

Dam Red, B. Hollis Hanson 

Stateman’s Clara 3050039 

Roan, A. J. Meyer & Sons Randolph’s Clara 2809403 
Roan, A. J. Meyer & Sons 


© RANGER CLARA 3123-837. A good white daughter of Marellbar Rosedene. 
We should be keeping her, but we have a full-sister in the herd. Calfhood vaccinated. 
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Lot 29 — Female oy, 6 ( ei Lotis J. Linville & Sons 


DESIGN’S DUCHESS 3140-710 (Tattoo LE 1125) 


Red, calved June 12, 1962. 
Bred and owned by Lotis J. Linville & Sons, Shelbyville, Indiana. 


Willow Lee Wonder 17th 2724937 


Sire Red, House & Benroth 

W W Design 3033847 

Red, Harvey Hoewischer & Son Dunrel Rosebud 7th 2853384 
Red, Harvey Hoewischer & Son 
Bridegroom 43d 2847623 

Dem | Red, Wm. A. Allison’s Sons 

Little Duchess 3063060 

Red, Lotis J. Linville & Sons | Fenty Duchess 2724811 
RWM, Clynas Flesher & Son 


& DESIGN’S DUCHESS 3140-710. This good, growthy heifer is by W W Design, 
Champion Bull at an Ohio State Sale. Her dam traces to the noted May King. Should 
go to a top breeder. Selling open. Calfhood vaccinated. 
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Kighteen 1962 Heifers 
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Lot 30 — Female pi! Lotis J. Linville & Sons 


DESIGN’S MARIGOLD LADY 3140-709 (Tattoo LE L126) 


Roan, calved June 14, 1962. 
Bred and owned by Lotis J. Linville & Sons, Shelbyville, Indiana. 


Willow Lee Wonder 17th 2724937 


Sire Red, House & Benroth 

W W Design 3033847 

Red, Harvey Hoewischer & Son Dunrel Rosebud 7th 2853384 
Red, Harvey Hoewischer & Son 
Bridegroom 43d 2847623 

Dam Red, Wm. A. Allison’s Sons 

Marigold Lady 3030274 

Roan, Lotis J. Linville & Sons Mary Buttercup 2869540 
Roan, Lotis J. Linville 


& DESIGN’S MARIGOLD LADY 3140-709. Another nice, young daughter of W 
W Design by Willow Lee Wonder 17th. Selling open. Calfhood vaccinated. 
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oteol — Raat B. Hollis Hanson 
H H F GIPSY MAID 7TH (twin) 3153-652 (Tattoo RE H904) 


Red, calved July 4, 1962. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


Bapton Constructor 2921877 


Sire Red, Cecil Moores 

Louada Landlord 2964272 

Red, Louada Manor Farms, Ltd. Millhills Luxury 8th 2961933 
Red, Duncan M. Stewart 


H H F Senator Souvenir 283497] 


Dam Roan, B. Hollis Hanson 

Gipsy Maid Sena 2972835 

Roan, B. Hollis Hanson Maxwalton Gipsy Maid 2375584 
Red, Maxwalton Farms, Inc. 


© H H F GIPSY MAID 7TH (twin) 3153-652. The Louada Landlord-Senator 
Souvenir combination is proving to be a good one. Gipsey Maid Sena was a member 
of a former Hanson Heights Show Herd. Maxwalton Gipsy Maid founded one of our 
most prolific families. 


ole 
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Lot KO Female oh L 5 Lyons Bros. 


FLATROCK ROSEWOOD 5TH 3161-215 (Tattoo LE 2L68) 


Red, calved July 19, 1962. 
Bred and owned by Lyons Bros., Mooreland, Indiana. 


( Sweepstake’s Souvenir 2906842 


Sire White, B. Hollis Hanson 
Saxon Souvenir 3013493 
Roan, B. Hollis Hanson Cameo Princess 2914462 


Red, B. Hollis Hanson 


Barony’s Scotsman 36th 2874638 


Dam Red, B. Hollis Hanson 
Flatrock Rosewood 2d 3003153 
Roan, Lyons Bros. Flatrock Rosewood 2908639 


Roan, M. H. Woody 


 FLATROCK ROSEWOOD 5th 3161-215. She is a full sister to the Grand Cham- 
pion Female in this sale last Fall which sold to the Cates family at Williamsburg, 
Indiana, at $450.00. We have another full sister, the dam and grandam in our herd. 
Calfhood vaccinated. 


Lot 33 — Female Ly x; OQ Creek Family 


ROSEWOOD BEAUTY C S 2ND 3146-374 (Tattoo LE 175) 


Red, calved July 28, 1962. 
Bred by Phil & Bruce Creek, Liberty, Indiana: 
ecalved property of Creek Family, Liberty, Indiana. 


Craigeassie Welcome (388707) 


Sire Red, lan B. Walker 
Craigeassie Pennsylvania 2980890 
Dk. Roan, lan B. Walker Craigeassie Eliza 8th 2980889 
Roan, lan B. Walker 
Helfred Emperor 10th 2571922 
Dam Roan, Francis H. Ingham 
Rosewood Beauty C S 2877086 
Red, O. B. & Allen C. Creek Glenburn Rosewood Beauty 3d 2430751 


Red, F. H. Deacon & Son 


© ROSEWOOD BEAUTY C S§S 2nd 3146-374. Glenburn Rosewood Beauty 3d is a 
Canadian bred cow that did much for the Deacons. These cows are heavy milkers 
which helps put pounds on their calves. Selling open. Calfhood vaccinated. 


Ashbourne Bank Balance 
Paternal Grandsire of Lots 7, 34, 40 and 44. 
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Lot 34 — Female KE. L. Martin & Son 


PHILDON CLARET 53RD 3144-986 (Tattoo RE 712) 


Red, little white, calved August 14, 1962. 
Bred and owned by E. L. Martin & Son, Greenfield, Indiana, 


Ashbourne Bank Balance 2934453 


Sire Red, Lord Lovat 
Ashbourne Paymaster 3009031 
Roan, W. L. Lyons Brown Glastullich Augusta Juliet 2979266 


Dk. Roan, Wm. J. MacGillivray 


Brawith Improver 2724318 


Dam Red, T. E. Beals G&G Son 
Phildon Claret Miss 22d 2922272 
Red, E. L. Martin & Son Phildon Claret Miss 10th 2798033 


Red, E. L. Martin & Son 


© PHILDON CLARET 58rd 3144-986. The first heifer calved from Ashbourne 
Paymaster. ? e has a fine head and very wide, long rear quarters. Selling open. Calf- 
ed. 


hood vaccin 
Lot "4 Female we 5 ES a A. J. Meyer & Sons 
M F GOLDEN CHAIN 3150-532 (Tattoo LE M60) 


Red, calved September 1, 1962. 
Bred and owned by A. J. Meyer & Sons, Rushville, Indiana. 


Bapton Majestic 2894789 


Sire Red, Cecil Moores 

Kickapoo Victorious 3013610 

Dk. Roan, Stanley G. Harris Femco Queen 2d 2776250 
Red, George Cox 
Helfred Emperor 38th 2723536 

Dam Red, F. W. Hubbell 

Edson Golden Chain 2892583 

Roan, Russel B. Edward & Family Golden Chain 7th 2753043 
Dk. Roan, Otto G. Johnson 


© M F GOLDEN CHAIN 3150-532. A deep bodied, short legged, growthy daugh- 
ter of Kickapoo Victorious whose mother was champion heifer in the Same sale. She 
is the first daughter of Kickapoo Victorious to be sold. BE SURE TO LOOK HER 
OVER SALE DAY. Selling open. Calfhood vaccinated. 


Lot 6 — Female % 4 : Lyons Bros. 
FLATROCK BUTTERFLY 3RD 3161-214 (Tattoo LE 2L10) 


Red, calved September 10, 1962. 
Bred and owned by Lyons Bros., Mooreland, Indiana. 


Sweepstake’s Souvenir 2906842 


Sire White, B. Hollis Hanson 
Saxon Souvenir 3013493 
Roan, B. Hollis Hanson Cameo Princess 2914462 


Red, B. Hollis Hanson 


Beaufort Benbow 2796266 


Dam Red, Lord Lovat 
Briardale Butterfly 7th 2939975 
Red, Torrance Beardmore Saltoun Butterfly 20th 2739092 


Red, A. M. T, Fletcher 


& FLATROCK BUTTERFLY 3rd 3161-214. A very good individual with a very 
good pedigree showing an imported grandam. Calfhood vaccinated. 
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Lot 37 — Female Jack Sigler & Sons 
JS BESSIE 3144-010 (Tattoo RE 13) 


Red, calved September 15, 1962. 
Bred and owned by Jack Sigler & Sons, Frankton, Indiana. 


Leveldale Capitol 2844765 


Sire Red, Mathers Bros. 
Elmcrest Ambition 2966336 
Red, Arthur H. Weiland Lancaster Lucky Lady 2775764 
RWM, Denis J. Cadzow 
Elcona Campeon Elvin 2788351 
Dam Red, Mr. G Mrs. Ernest M. Sims 
Re-Al Bessie 2d 3052590 
Roan, Clint Coffing Wiloka Bessie 13th 2836261 


Red, Willis S. Henderson 


OJ S BESSIE 3144-010. This good daughter of Elmcrest Ambition is deep bodied 
and good quartered. 


AGAIN THIS YEAR... 


The following Shorthorn Breeders are offering FREE 
semen from their Herd Bulls to any club member who pur- 
chases a 1963 Heifer (or more) in this sale: 


® TRUE BUCKMASTER, Portland, Indiana 
Trinity Shorthorns 


LOUADA COMMANDER 
by Calrossie Armada 


LOUADA RANDOLPH 
by Louada Regalia 


® CREEK FAMILY, Liberty, Indiana 
KEYSTONE RODNEY 2D 
by Craigeassie Pennsylvania 
® B. HOLLIS HANSON, Connersville, Indiana 
Hanson Heights Shorthorns 


LOUADA LANDLORD 
by Bapton Constructor 
no Ae 


et of Craigeassie Pennsylvania taken at the last International. 
P S Floss 9th 
Ohio State Fair, Harrisburg and International Grand Champion Female 
P S Princess Royal 15th 
Eastern National Grand Champion Female 
Together undefeated Pair-of-Females 

C S Bonnie Rothes 

Third Summer Yearling, now in the Penn State Herd 
Keystone Rodney 2d 

Second Place Summer Bull at Eastern National 


The G 


The Following Ten Lots 
Are Eligible For 1964 Club Projects 


Lots 38 thru 47, 
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Va aA 
Lot NUE Female Bs j A. J. Meyer & Sons 


VICTORIOUS AUGUSTA 3158-099 (Tattoo LE M71) 


Red, calved January 3, 1963. 
Bred by Robert Meyer, Rushville, Indiana ; 
2d owner, April 15, 1963, A. J. Meyer & Sons, Rushville, Indiana. 


Bapton Majestic 2894789 


Sire Red, Cecil Moores 
Kickapoo Victorious 3013610 
Dk. Roan, Stanley G. Harris Femco Queen 2d 2776250 


Red, George Cox 
Ashbourne Advocate 2830962 


Dam Red, W. L. Lyons Brown 
Augusta 3d 2908575 
Red, Robert Meyer Augusta 2d 2809399 

Roan, Robert Meyer 


& VICTORIOUS AUGUSTA 3158-099. A heifer of tremendous growth by Kicka- 
poo Victorious, our herd bull. Her dam from one of our outstanding bulls stood sec- 
ond in class at the State Fair. Selling open. Calfhood vaccinated. 


Lot — Female 3) 1s A. J. Meyer & Sons 
RANGERS INCESS 3158-097 (Tattoo LE M65) 


Red, calved January 4, 1963. 
Bred and owned by A. J. Meyer & Sons, Rushville, Indiana. 


Kair Ranger 2911486 
Sire | Rea G. J. C. Anderson 
Marellbar Rosedene 3035221 
Dk. Roan, Wm. Bartolomay, Jr. Cluny Lancaster Lily 2723038 
White, Mrs. B. H. Linzee Gordon 
~Elcona Grand Leader 4th 2693199 
Dam Red, Mr. & Mrs. Ernest M. Sims 
Lavender Princess 3d 2963895 
Red, Robert Meyer Lavender Princess 2d 2752286 
Roan, Robert Meyer 


t RANGERS PRINCESS 3158-097. This heifer by Marellbar Rosedene will make 
an outstanding 4-H Club heifer. We should have kept her, but we are offering her 
for the buyer’s benefit. Selling open. Calfhood vaccinated. 


Lot 40” — Female Z leg E. L. Martin & Son 
PHILDON CLARET 57TH 3153-744 (Tattoos RE 751) 


Red, calved January 6, 1963. 
Bred and owned by HE. L. Martin & Son, Greenfield, Indiana. 


Ashbourne Bank Balance 2934453 


Sire Red, Lord Lovat 

Ashbourne Paymaster 3009031 

Roan, W. L. Lyons Brown Glastullich Augusta Juliet 2979266 
Dk. Roan, Wm. J. MacGillivray 
Hawthorn Sir Max 2520883 

Dam Red, T. E. Beals & Son 

Phildon Claret Miss 11th 2798034 

Red, E. L. Martin & Son Phildon Claret Star 2595155 
Red, E. L. Martin & Son 


(9 PHILDON CLARET 57th 3153-744. A fine young heifer out of a cow that has 
produced four heifers that we have shown. Her only bull calf was champion steer 
at the East Tennessee Fair. We have four half-sisters from this cow in our herd. Calf- 
hood vaccinated. 


eons! 


P S Princess Royal 15th 
Grand Champion at the 
Eastern National for 
Penn State University. 
Gail Long and Judge 
Winkler at right. 

A daughter of 
Craigeassie Pennsylvania. 
Lots 43 and 45 
are Half-Sisters to 
this great heifer. 


Lot 41 — Female 3 / ro B. Hollis Hanson 


NONPAREIL DELIGHT LADY 4TH 3153-650 (Tattoo RE H933) 


Red, calved January 10, 1963. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


Bapton Constructor 2921877 


Sire Red, Cecil Moores 

Louada Landlord 2964272 

Red, Louada Manor Farms, Ltd. Millhills Luxury 8th 2961933 
Red, Duncan M. Stewart 


H H F Senator Souvenir 2834971 


Dam Roan, B. Hollis Hanson 

Nonpareil Delight Sena 2955052 

Red, B. Hollis Hanson H H F Nonpareil Delight B 2834989 
Roan, B. Hollis Hanson 


© NONPAREIL LADY 4th 3153-650. A full sister was Champion Female at the 
1962 Indiana State Sale, selling to Allwood Plantation of Thomasville, Georgia. Non- 
pareil Delight Sena was a champion Gold Medal heifer at the Indiana State Fair. 


Lot 42 — Female | VA) B. Hollis Hanson 


AIR GIPSY SYLVIA (Reg. Pending) (Tattoo RE H941) 


White, calved January 10, 1963. 
Bred and owned by B. Hollis Hanson, Connersville, Indiana. 


H H F Senator Souvenir 2834971 


Sire Roan, B. Hollis Hanson 
Silverheels Souvenir 2972838 
White, B. Hollis Hanson Secret Lady Dot 2874651 
RWM, B. Hollis Hanson 
Sweepstake’s Souvenir 2906842 
Dam White, B. Hollis Hanson 
Air Gipsy Rose 3033371 
White, B. Hollis Hanson Air Gipsy Lass 2934289 
Roan, B. Hollis Hanson 


«& AIR GIPSY SYLVIA (Reg. Pending). We are consigning two top quality junior 
heifer calves for this year’s sale. They should make top junior yearling show heifers 
and top quality brood cows. Air Gipsy Lass is one of our most attractive cows. 
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Lot 43 — Female 43 D Creek Family 


ORANGE BLOSSOM J (Reg. Applied For) 


Roan, calved January 27, 1963. 
Craigeassie Welcome (388707) 


Sire Red, lan B. Walker 
Craigeassie Pennsylvania 2980890 
Dk. Roan, lan B. Walker Craigeassie Eliza 8th 2980889 
Roan, lan B. Walker 
Helfred Emperor 10th 2579122 
Dam Roan, Francis H. Ingram 
Orange Blossom C § 10th 2949013 
Dk. Roan, Joan Creek Orange Blossom C S 2808099 
Dk. Roan, O. B. & Allen Creek 


& ORANGE BLOSSOM J (Reg. Applied For). The grandam, Orange Blossom C § 
is sending Joan to college and an investment in this heifer could do the same for your 
boy or girl. Selling open. Calfhood vaccinated. 


Lot 44 — Female = WZ E. L. Martin & Son 


PHILDON ROSEWOOD 34TH 3153-741 (Tattoo RE 753) 


Red, calved February 11, 1963. 
Bred and owned by BH. L. Martin & Son, Greenfield, Indiana. 


Ashbourne Bank Balance 2934453 


Sire Red, Lord Lovat 
Ashbourne Paymaster 3009031 
Roan, W. L. Lyons Brown Glastullich Augusta Juliet 2979266 


Dk. Roan, Wm. J. MacGillivray 


Barony’s Scotson 2906840 


Dam Red, B. Hollis Hanson 
Phildon Rosewood Lass 26th 3068726 
Red, E. L. Martin & Son Phildon Rosewood 2253674 


Red, E. L, Martin & Son 


& PHILDON ROSEWOOD 34th 3153-741. A cross between our herd sires, Bar- 
ony’s Scotson and Ashbourne Paymaster. Calfhood vaccinated. 


Lot 45 — Female i mei Creek Family 
C S ROSEMARY 36 (Reg. Applied For) 


White, calved February 17, 1963. 
Craigeassie Welcome (388707) 


Sire Red, lan B. Walker 
Craigeassie Pennsylvania 2980890 
Dk. Roan, lan B. Walker Craigeassie Eliza 8th 2980889 
Roan, lan B. Walker 
Leader’s Royal Prince 5th 2428044 
Dom Red, Ohio State University 
Elanor Rosemary 2674-270 
Roan, Jack Smith Browndale Rosemary 2d 2597229 
Roan, Stanley Douglas 


; Ocs ROSEMARY 36 (Reg. Applied For). This nice daughter of the Eastern Na- 
tional Champion Bull in 1958 sells open. Calfhood vaccinated. 


=o 


Lot 46 — Female Po) 4 Lyons Bros. 


FLATROCK MARIGOLD 35TH (Reg. Applied For) (Tat. LE 3112) 


Red, calved March 3, 19638. 
Bred and owned by Lyons Bros., Mooreland, Indiana. 


Sweepstake Souvenir 2906842 


Sire White, B. Hollis Hanson 
Saxon Souvenir 3013493 
Roan, B. Hollis Hanson Cameo Princess 2914462 
Red, B. Hollis Hanson 

ey, 9th 2699365 
Dam Red, Wm. A. Allison’s Sons 
Flatrock Marigold 25th 2804118 
Roan, Lyons Bros. Flatrock Marigold 5th 2237477 


White, Lyons Bros. 
© FLATROCK MARIGOLD 35th (Reg. Applied For). She is a good age for a 4-H 


junior yearling and a very good individual. This family has produced a champion 
cow and also another top selling cow in former Centerville sales. Calfhood vaccinated. 


' kee 
Lot 47 — Female we L A. W. Lumpkin & Sons 


LITTLE CREEK PRINCESS 2D (Reg. Applied For) (Tat. LE L792) 


Dark roan, calved April 9, 1963. 
Bred and owned by A. W. Lumpkin & Sons, Losantville, Indiana. 


Sweepstake Souvenir 2906842 


Sire White, B. Hollis Hanson 
Little Creek Souvenir 3058-471 
White, A. W. Lumpkin & Sons Little Creek Cinderella 2855406 


Roan, A. W. Lumpkin’ &- Sons 


Helfred Emperor 38th 2723536 


Dam Red, A. W. Hubbell 
Little Creek Princess 2889-644 
Red, Russel B. Edwards & Family Edson Princess 2807523 
Red, Russel B. Edwards & Family 


@ LITTLE CREEK PRINCESS 2D (Reg. Applied For). Originally marked for 
our herd, is short on age, but long on quality and doing ability. She comes from a 
wonderful doing family and being sired by Little Creek Souvenir she is bred to be a 
good brood cow. Calfhood vaccinated. 


a 
; A £50.00 credit and a $25.00 credit will be awarded to | 
7 the lucky purchasers whose numbers are drawn at the 
j; close of the sale. Each purchase will entitle the pur- | 
| chaser to a number to be entered for the drawing. | 
| i 
Ho gee eel 
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STANDARD GUARANTEE 


1. Proper care must be given by purchaser to protect breeding quali- 
ties and health of guaranteed animals. 


2. All bulls are guaranteed breeders, provided they are not allowed 
to serve when under 14 months of age, or not allowed torun with the herd 
when under 20 months of age. In case of failure of a bull to be a breeder, 
notice shall be given to the seller within six months of date of purchase, 
or by the time the bull is 20 months of age, if purchased under 14 months 


of age. 


3. With the exception of heifers sold under 14 months of age, all 
females are guaranteed breeders. Heifers under two years of age shall 
not be served by a heavy or old bull. Cows or heifers sold as bred, or safe 
in calf, not proving to be in calf must be reported to the seller within 
three months after date of sale. Females over 14 months of age sold open, 
not settling within six months after date of sale, shall be promptly re- 
ported to the seller. 


4. When an animal fails to comply with the above guarantee the 
seller has the option of substituting an animal of equal value to the sat- 
isfaction of the purchaser, or of having the animal returned for a trial 
for a period not to exceed six months. The expense of freight in such 
case is to be paid by the seller. If the animal is then proven to be a 
breeder beyond doubt it shall be returned to the purchaser at his expense. 
In case of dispute the return of the full purchase price, without interest, 
to the buyer will be considered full settlement and satisfaction of all 
claims. No charge for feed or maintenance shall be made by either buyer 
or seller. Salvage shall go to the seller. It shall be understood that the 
same guarantee given for the first animal shall likewise apply to any 
other animal later substituted. 


5. All animals catalogued have been tested for T.B. and are clean, 
and have also passed a test for Brucellosis thirty days prior to the sale, 
or are accompanied by a Bang’s Vaccination Certificate. Announcements 
will be made covering animals not clear from vaccination. 


6. Certificate of Registry and Transfer will be furnished with each 
animal sold. A signed pedigree application for unborn calves should be 
furnished with bred females, showing names and record numbers of sire 
and dam, as well as service date. 


7. Shipment will be made as soon as’ possible after the close of the 
sale, but at purchaser’s risk of loss or injury after animal is bid off. Where 
cattle are sold at private treaty the above terms should apply as well as 
for sale at auction. 


All prospective buyers should check health requirements of their states. 

As a safeguard to prospective buyers, every animal has successfully 
passed a clean abortion blood test within 30 days prior to the sale, or will 
have Certificate of Bang’s Calfhood Vaccination, and those that are not 
from Accredited Herds have passed a clean Tuberculin Test within the 
same period. Health Certificates will be provided with each lot sold. 
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MEMORANDUM 


Name 


Press Print, Rockford, Ohio 


Y 
ae 
No. 3153-691 Sex Male Calved Nov. lh, 1962 Ratrod | uemedol ml 


Name DESIGN'S BOUNCE 
Color Red 


Bred and owned by Lotis J, linville & Sone, Shelbyville. Indians 


Bare: 
Willow Lee Wonder 17th 272h937 
Red House & Benroth 
WW Design 30338h7 
Red Harvey Hoewischer & Son 
Dunrel Rosebud 7th 285338) 
Red Harvey Hoewischer & Son 
Dams: 


Flcona Campeon Bounce 2671330 
Red Mr .&Mre, Ernest Ml Sims 


Elcona Gladys 2771236 

Red Ernest M. Sims 
Arne ibe one Glad yom de 205 cole 
Red McLay Bros. 


A young, short legged, deep bodied calf by W W Design which has Tert 
us some top-notch calves. 
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No. 2927-502 Se Female Calved Feb. 5, 1957 Tattoo LE L kg 


Name MARTHA BLOSSOM 
Golor Red 


Bred and owned by Lotis J. Linville & Sons, Shelbyville, Indiana 


Sire: 
Kirkton Gambler 2589581 
Red KP MacGi itis, 
Gambler's Agent 2823767 
Red Mei) NOOGY 
Beauty Colleen 2750736 
Roan Albert Jas. Marshall 
Dam: 


Bleona Robin Livineee 2c 

Red Mr.&Mrs. Ernest M. Sims 
Martha Robin 2856379 
Red Mr.&éMrs. Ernest M. Sims 

Eleona Marthas ee? 0109 

Roan Mr.&éMrs. Ernest M. Sims 


This good, red granddaughter of Kirkton Gambler sells with an out- 
standing bull calf by Sylvan Souvenir born July 20. Calfhood 
vaccinated. 
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